ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT F-B-3 VEHICLE # 3 

BEAT 

DATE 08-13-15 

OFFICER 1 C, MOONEY # 124 

OFFICER 2 D.TESH # 134 

SUPERVIS R. REYES 

OR 

1200 BRIEFING; ALL EQUIPMENT CHECKED OUT IN GOOD 
WORKING ORDER. 

1300/1310 BUSINESS CHECK AT 1810 CAHUENGA ( THE 711 


1315/ 


STORE ). WE SPOKE TO EMPLOYEE BRALLIO. ALL 
CHECKED OK 
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